Item 

gross 

bag 

pwder 



1 

0.6192 

0.1293 

0.4899 



2 

0.5633 

0.1002 

0.4631 

# of bags 

31 

3 

0.5220 

0.1176 

0.4044 

# of bags tested 

3 

TOTAL 

1.7045 

0.3471 

1.3574 



average 

0.5682 

0.1157 

0.4525 

total gross of bags 

grams 

stdev 

0.04878 

0.01464 

0.04373 

actual 

17.3341 

95% 

0.0552 

0.0166 

0.0495 

calculated 

17.6132 

low 

0.5130 

0.0991 

0.4030 

low calc 

1.1763 

high 

0.6234 

0.1323 

0.5020 

high calc 

34.7663 

TOTAL 






average 

0.5797 

0.1192 

0.4628 



stdev 

0.47877 

0.09647 

0.38015 



95% 

0.5418 

0.1092 

0.4302 



low 

0.0379 

0.0100 

0.0327 



high 

1.1215 

0.2283 

0.8930 




powder by average powder 14.0265 
low 12.4924 

high 15.5605 

range 3.0681 

powder by average bag 13.7474 

low 13.2337 

high 14.2611 

range 1.0273 
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